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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 03543 100653Z 
ACTION XMB-04 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 COME-OO /024 W 

100909Z 109195/11 

R 100509Z MAY 77 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 7437 
INFO AMCONSUL ISTANBUL 

UNCLAS ANKARA 3543 

PLEASE PASS: EXIM BANK 

E.O. 11652: N/A 
TAGS: EFIN, TU 

SUBJ: EXIM BANK LOAN FOR ENGINEERING SERVICES FOR AFSTN-F. T . BIST AN 
POWER PROJECT 

DURING CONVERSATION WITH RICHARD GEORGE, CITICORP 
MANAGEMENT SERVICES, ON OTHER SUBJECT, GEORGE RAISED 
QUESTION OF DELAY ON IMPLEMENTATION OF SUBJECT LOAN. 

GEORGE SAID THAT THREE-FOUR WEEKS AGO, HE HAD FINISHED 
DISCUSSIONS WITH MOF ON CITICORP 4 MILLION DOLLAR LOAN 
TO MOF TO BE USED FOR DOWN-PAYMENT AND THAT DOCUMENTS 
HAD BEEN SENT TO EXIM FOR APPROVAL AND PRINING. GEORGE 
SAID CITICORP, MOF AND FOSTER WHEELER ARE EAGER TO 
BEGIN LOAN DRAW DOWN AND WOULD APPRECIATE IT IF EX- 
IM COULD EXPEDITE APPROVAL PROCEDURE. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ENGINEERING, LOANS, CREDIT PROGRAMS, ELECTRIC POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 10-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ANKARA03543 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 63-1 230 
Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770576/aaaacnqu.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b75fc397-c288-dd11-92da-001cc4696bcc 

Office: ACTION XMB 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2589784 
Secure: OPEN 
Status: NATIVE 

Subject: EXIM BANK LOAN FOR ENGINEERING SERVICES FOR AFSIN-ELBISTAN POWER PROJECT DURING CONVERSATION WITH 

RICHARD GEORGE, CITICORP 

TAGS: EFIN, TU, US, XMB 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b75fc397-c288-dd1 1 -92da-001 cc4696bcc 
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